HOTEL JEFFERSON DAVIS 

Anniston's Finest and only 
MODERN FIREPROOF Hotel 


PLACE 
ONE CENT 
STAMP 
HERE 

3B-H1452 




Jlortel 


JEFFERSON DAVIS 



“COURTEOUS SERVICE ” 

Annidio^, ALaJuima 


ANNISTON'S ONLY FIREPROOF HOTEL, 160 ROOMS, STRICTLY MODERN 





























